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Moccas, a lovely voyage with glorious evening lights and shadows
on the water, indescribably beautiful. Walked back by Dipple
Wood. My mother and Dora went to the Cottage after supper to
hear Basil Harwood play the organ.

Thursday, 18 July

Hotter and hotter. My Father and I went to Talyllyn to fish in
Llangorse Lake. About noon we got into a shoal of perch and killed
5 dozen or more in 2 hours, not large ones. We pulled them out as
fast as we could put the lines in.

Thursday, 5 September
Paid Miss Newton 16/8 for 25 gallons of cider at 8d. a gallon.

Friday, 6 September

A lovely autumn day opening with a slight wind and tender mist

on the river, then ripening into a splendid golden mellow afternoon.

Visited Priscilk Price and was much interested by her account of

her reminiscences of the days when George the Fourth was King.

'When George IV was crowned I was living in London at 31

Russell Square in service with Squire Atkinson. I remember seeing

the procession but could not see much for the great crowds of people

and when I got home safe I would not go out again. Queen Caroline

went to the Abbey too in Alderman Wood's Carriage. She was

staying at Alderman Wood's house at the time. The King would

not let her be crowned with him. They told her at the Abbey door

that she might come in if she liked to sit in a back seat, but she would

not do that and drove away again. The soldiers were ordered not

to touch their hats to her but they all saluted her. That night there

was a great illumination. All those who took the King's part put

lights in their windows and those who took the Queen's part put

none. We did not know what to do but at last we put up lights.

But when Squire Atkinson came up from Brighton that night he

told us to take the lights down again, saying he wasn't going to

light up his house for him. Two great crowds were going about all

night. One was for the King and the other for the Queen. The

King's crowd shouted "Lights up!" and the Queen's crowd shouted

"Lights down!" One crowd smashed the dark windows and the

other smashed the lighted windows and people did not know what

to do. I saw Queen Caroline on a balcony. She came out and made

her obeisance on every hand. She was nice-looking, to my mind,